Initialize engine version: 5.3.5f1 (960ebf59018a)
GfxDevice: creating device client; threaded=1
Direct3D:
    Version:  Direct3D 11.0 [level 11.0]
    Renderer: Intel(R) HD Graphics 520 (ID=0x1916)
    Vendor:   Intel
    VRAM:     2111 MB
Begin MonoManager ReloadAssembly
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Assembly-CSharp-firstpass.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Assembly-CSharp-firstpass.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Assembly-CSharp.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Assembly-CSharp.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.UI.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.UI.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.Networking.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\UnityEngine.Networking.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Logger.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Logger.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween43.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween43.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween46.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween46.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween50.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\DOTween50.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\ICSharpCode.SharpZipLib.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\ICSharpCode.SharpZipLib.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Photon3Unity3D.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Photon3Unity3D.dll into Unity Child Domain
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\OriginSDK.dll (this message is harmless)
Loading C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\OriginSDK.dll into Unity Child Domain
- Completed reload, in  0.109 seconds
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\System.Core.dll (this message is harmless)
Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\System.dll (this message is harmless)
Shader 'Legacy Shaders/Diffuse': fallback shader 'Legacy Shaders/VertexLit' not found
<RI> Initializing input.

<RI> Input initialized.

desktop: 1920x1080 60Hz; virtual: 1920x1080 at 0,0
<RI> Initialized touch support.

UnloadTime: 1.044147 ms
Setting up 1 worker threads for Enlighten.
  Thread -> id: 28fc -> priority: 1 
Unloading 6 Unused Serialized files (Serialized files now loaded: 0)
UnloadTime: 11.196831 ms

Unloading 9 unused Assets to reduce memory usage. Loaded Objects now: 55608.
Total: 66.513725 ms (FindLiveObjects: 1.945282 ms CreateObjectMapping: 6.023106 ms MarkObjects: 58.367165 ms  DeleteObjects: 0.177382 ms)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)
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0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
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0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
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0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Can't execute Disconnect() while not connected. Nothing changed. State: DisconnectingFromGameserver
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x0662D896 (Mono JIT Code) NetworkingPeer:Disconnect ()
0x0662D81A (Mono JIT Code) PhotonNetwork:Disconnect ()
0x0662CBFF (Mono JIT Code) PhotonConnection:OnLeftRoom ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012627D9 (Distrust) 
0x01262B3B (Distrust) 
0x0126FFBB (Distrust) 
0x0127000C (Distrust) 
0x013994C2 (Distrust) 
0x065CF7EA (Mono JIT Code) (wrapper managed-to-native) UnityEngine.GameObject:SendMessage (string,object,UnityEngine.SendMessageOptions)
0x06602DFD (Mono JIT Code) NetworkingPeer:SendMonoMessage (PhotonNetworkingMessage,object[])
0x0662C64C (Mono JIT Code) NetworkingPeer:LeftRoomCleanup ()
0x065EDC49 (Mono JIT Code) NetworkingPeer:OnStatusChanged (ExitGames.Client.Photon.StatusCode)
0x065F6088 (Mono JIT Code) ExitGames.Client.Photon.PeerBase/<>c__DisplayClass146_0:<EnqueueStatusCallback>b__0 ()
0x065E1079 (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
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0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 225: ReturnCode: 32760 (No match found). Parameters: {}
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x065FFD43 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Mask texture not readable, set your sprite to Texture Type 'Advanced' and check 'Read/Write Enabled'
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x06626F71 (Mono JIT Code) UnityEngine.UI.Extensions.RaycastMask:IsRaycastLocationValid (UnityEngine.Vector2,UnityEngine.Camera)
0x065C9A90 (Mono JIT Code) UnityEngine.UI.Graphic:Raycast (UnityEngine.Vector2,UnityEngine.Camera)
0x065C94ED (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.Canvas,UnityEngine.Camera,UnityEngine.Vector2,System.Collections.Generic.List`1<UnityEngine.UI.Graphic>)
0x065C89D6 (Mono JIT Code) UnityEngine.UI.GraphicRaycaster:Raycast (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C822A (Mono JIT Code) UnityEngine.EventSystems.EventSystem:RaycastAll (UnityEngine.EventSystems.PointerEventData,System.Collections.Generic.List`1<UnityEngine.EventSystems.RaycastResult>)
0x065C7946 (Mono JIT Code) UnityEngine.EventSystems.PointerInputModule:GetMousePointerEventData (int)
0x065C7547 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent (int)
0x065C74F3 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:ProcessMouseEvent ()
0x065C6E28 (Mono JIT Code) UnityEngine.EventSystems.StandaloneInputModule:Process ()
0x065C2589 (Mono JIT Code) UnityEngine.EventSystems.EventSystem:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Operation failed: OperationResponse 252: ReturnCode: -2 (CAS update failed: property='OlafHaraldson' has value='0'). Parameters: {} Server: GameServer
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0662F5DA (Mono JIT Code) UnityEngine.Debug:LogError (object)
0x065FFE39 (Mono JIT Code) NetworkingPeer:OnOperationResponse (ExitGames.Client.Photon.OperationResponse)
0x065ED282 (Mono JIT Code) ExitGames.Client.Photon.PeerBase:DeserializeMessageAndCallback (byte[])
0x065E16BE (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Unloading 6 Unused Serialized files (Serialized files now loaded: 0)
UnloadTime: 6.810858 ms
Dungeon Scene Items parent is not marked static (World).  Please mark as static to improve performance
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x00B3F800 (Mono JIT Code) DungeonArchitect.DungeonSceneProvider:Initialize ()
0x00B3F759 (Mono JIT Code) DungeonArchitect.DungeonSceneProvider:Awake ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012601FE (Distrust) 
0x012F677C (Distrust) 
0x01260F42 (Distrust) 
0x01261149 (Distrust) 
0x012634E8 (Distrust) 
0x012615DC (Distrust) 
0x0130DCAB (Distrust) 
0x0130DDC3 (Distrust) 
0x0115C248 (Distrust) 
0x0115CA72 (Distrust) 
0x013980D7 (Distrust) 
0x065B9DA0 (Mono JIT Code) (wrapper managed-to-native) UnityEngine.Object:Internal_CloneSingle (UnityEngine.Object)
0x065B9D07 (Mono JIT Code) UnityEngine.Object:Instantiate<object> (object)
0x00B3F5ED (Mono JIT Code) Scene:Instantiate<object> (object)
0x00B3EB84 (Mono JIT Code) GameSessionControllersAggregator:AwakeSingleton ()
0x065448B0 (Mono JIT Code) SingletonComponent`1<object>:Awake ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012601FE (Distrust) 
0x012F677C (Distrust) 
0x01260F42 (Distrust) 
0x01261149 (Distrust) 
0x012634E8 (Distrust) 
0x012615DC (Distrust) 
0x0130DCAB (Distrust) 
0x0130DE2D (Distrust) 
0x012F5240 (Distrust) 
0x012F5E15 (Distrust) 
0x012F5F96 (Distrust) 
0x012F3DFA (Distrust) 
0x012BB5B9 (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

DontDestroyOnLoad only work for root GameObjects or components on root GameObjects.
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01196996 (Distrust) 
0x0139806E (Distrust) 
0x06547D1F (Mono JIT Code) (wrapper managed-to-native) UnityEngine.Object:DontDestroyOnLoad (UnityEngine.Object)
0x00B49C0D (Mono JIT Code) StayAlive:Awake ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012601FE (Distrust) 
0x012F677C (Distrust) 
0x01260F42 (Distrust) 
0x01261149 (Distrust) 
0x012634E8 (Distrust) 
0x012615DC (Distrust) 
0x0130DCAB (Distrust) 
0x0130DE2D (Distrust) 
0x012F5240 (Distrust) 
0x012F5E15 (Distrust) 
0x012F5F96 (Distrust) 
0x012F3DFA (Distrust) 
0x012BB5B9 (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename:  Line: 374)

HighlightingSystem : Framebuffer depth data is not available. Depth occlusion disabled, highlighting occluders enabled. (This message is harmless)
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x00B5420F (Mono JIT Code) HighlightingSystem.HighlightingBase:OnPreRender ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x0126252E (Distrust) 
0x010E9DAD (Distrust) 
0x010E61FE (Distrust) 
0x010FC177 (Distrust) 
0x010FC5C6 (Distrust) 
0x0112BC58 (Distrust) 
0x012BAD0F (Distrust) 
0x012BBB4E (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)


Unloading 142 unused Assets to reduce memory usage. Loaded Objects now: 60584.
Total: 68.895546 ms (FindLiveObjects: 2.758713 ms CreateObjectMapping: 8.457079 ms MarkObjects: 57.308002 ms  DeleteObjects: 0.370962 ms)

Dungeon Scene Items parent is not marked static (World).  Please mark as static to improve performance
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x00B3F800 (Mono JIT Code) DungeonArchitect.DungeonSceneProvider:Initialize ()
0x00BA67F9 (Mono JIT Code) DungeonArchitect.DungeonSceneProvider:OnDungeonBuildStart ()
0x00BA6644 (Mono JIT Code) DungeonArchitect.PooledDungeonSceneProvider:OnDungeonBuildStart ()
0x00B99B58 (Mono JIT Code) DungeonArchitect.Dungeon/<ReapplyTheme>c__Iterator65:MoveNext ()
0x06547BF1 (Mono JIT Code) (wrapper runtime-invoke) <Module>:runtime_invoke_bool__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012F6661 (Distrust) 
0x01260423 (Distrust) 
0x01260533 (Distrust) 
0x0115B397 (Distrust) 
0x012BB8C8 (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

Platform assembly: C:\Program Files (x86)\Steam\steamapps\common\Distrust\Distrust_Data\Managed\Mono.Security.dll (this message is harmless)
NullReferenceException: Object reference not set to an instance of an object
  at HeroNetworkController.RequestRemoveMadness () [0x00000] in <filename unknown>:0 
  at MultiPlayer.RemoveRandomMadness (.CharacterEntity context) [0x00000] in <filename unknown>:0 
  at Balance.RemoveRandomMadness+<Handle>c__IteratorB7.MoveNext () [0x00000] in <filename unknown>:0 
  at CharacterEntity.HandleAction (ICharacterModifyAction action) [0x00000] in <filename unknown>:0 
  at CharacterEntity.HandleAction (ICharacterModifyAction action) [0x00000] in <filename unknown>:0 
  at CharacterEntity.UpdateTask (Double taskTime) [0x00000] in <filename unknown>:0 
  at CharacterEntity.UpdateTaskTime (Double time) [0x00000] in <filename unknown>:0 
  at CharacterEntity.IUpdatable.UpdateTime (Double time) [0x00000] in <filename unknown>:0 
  at TimeController.UpdateTime () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

NullReferenceException: Object reference not set to an instance of an object
  at HeroNetworkController.RequestRemoveMadness () [0x00000] in <filename unknown>:0 
  at MultiPlayer.RemoveRandomMadness (.CharacterEntity context) [0x00000] in <filename unknown>:0 
  at Balance.RemoveRandomMadness+<Handle>c__IteratorB7.MoveNext () [0x00000] in <filename unknown>:0 
  at CharacterEntity.HandleAction (ICharacterModifyAction action) [0x00000] in <filename unknown>:0 
  at CharacterEntity.HandleAction (ICharacterModifyAction action) [0x00000] in <filename unknown>:0 
  at CharacterEntity.UpdateTask (Double taskTime) [0x00000] in <filename unknown>:0 
  at CharacterEntity.UpdateTaskTime (Double time) [0x00000] in <filename unknown>:0 
  at CharacterEntity.IUpdatable.UpdateTime (Double time) [0x00000] in <filename unknown>:0 
  at TimeController.UpdateTime () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

"SetPath" can only be called on an active agent that has been placed on a NavMesh.
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x014B27BE (Distrust) 
0x014EF4C1 (Distrust) 
0x06F36CBF (Mono JIT Code) (wrapper managed-to-native) UnityEngine.NavMeshAgent:SetPath (UnityEngine.NavMeshPath)
0x06F36C62 (Mono JIT Code) UnityEngine.NavMeshAgent:set_path (UnityEngine.NavMeshPath)
0x06F36C32 (Mono JIT Code) NavMeshAgentSynchronized:set_path (UnityEngine.NavMeshPath)
0x06F36BC8 (Mono JIT Code) NavMeshAgentSynchronized:SetPath (UnityEngine.NavMeshPath)
0x06F36AF3 (Mono JIT Code) Character:SetAgentNextPath ()
0x06F34E10 (Mono JIT Code) Hero:SetNewDestinationPoint (UnityEngine.Vector3,bool)
0x06F3E543 (Mono JIT Code) Hero:SetNewDestinationPoint (System.Collections.Generic.List`1<InteractionPoint>)
0x06F3E045 (Mono JIT Code) Hero/<SetTargetPoints>c__AnonStorey225:<>m__226 ()
0x06F34A9E (Mono JIT Code) Hero/<WaitUntilCanMove>c__IteratorED:MoveNext ()
0x06547BF1 (Mono JIT Code) (wrapper runtime-invoke) <Module>:runtime_invoke_bool__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012F6661 (Distrust) 
0x01260423 (Distrust) 
0x01260533 (Distrust) 
0x0115B397 (Distrust) 
0x012BB8C8 (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename:  Line: 574)

"SetPath" can only be called on an active agent that has been placed on a NavMesh.
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x014B27BE (Distrust) 
0x014EF4C1 (Distrust) 
0x06F36CBF (Mono JIT Code) (wrapper managed-to-native) UnityEngine.NavMeshAgent:SetPath (UnityEngine.NavMeshPath)
0x06F36C62 (Mono JIT Code) UnityEngine.NavMeshAgent:set_path (UnityEngine.NavMeshPath)
0x06F36C32 (Mono JIT Code) NavMeshAgentSynchronized:set_path (UnityEngine.NavMeshPath)
0x06F36BC8 (Mono JIT Code) NavMeshAgentSynchronized:SetPath (UnityEngine.NavMeshPath)
0x06F36AF3 (Mono JIT Code) Character:SetAgentNextPath ()
0x06F34E10 (Mono JIT Code) Hero:SetNewDestinationPoint (UnityEngine.Vector3,bool)
0x06F34CB8 (Mono JIT Code) Hero/<SetTargetPoint>c__AnonStorey226:<>m__227 ()
0x06F34A9E (Mono JIT Code) Hero/<WaitUntilCanMove>c__IteratorED:MoveNext ()
0x06547BF1 (Mono JIT Code) (wrapper runtime-invoke) <Module>:runtime_invoke_bool__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012F6661 (Distrust) 
0x01260423 (Distrust) 
0x01260533 (Distrust) 
0x0115B397 (Distrust) 
0x012BB8C8 (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename:  Line: 574)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
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  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

InvalidOperationException: Sequence contains no matching element
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate, Fallback fallback) [0x00000] in <filename unknown>:0 
  at UniLinq.Enumerable.Single[ITaskHolder] (IEnumerable`1 source, System.Func`2 predicate) [0x00000] in <filename unknown>:0 
  at Hero.StartTask (TaskData netData) [0x00000] in <filename unknown>:0 
  at HeroNetworkController+<RPCStartTask>c__AnonStorey16F.<>m__1 () [0x00000] in <filename unknown>:0 
  at HeroNetworkController.Update () [0x00000] in <filename unknown>:0 
 
(Filename:  Line: -1)

Unloading 5 Unused Serialized files (Serialized files now loaded: 0)
Can't execute Disconnect() while not connected. Nothing changed. State: Disconnecting
0x011D115F (Distrust) 
0x011D290F (Distrust) 
0x01351684 (Distrust) 
0x0134B956 (Distrust) 
0x01396CAD (Distrust) 
0x066100DD (Mono JIT Code) (wrapper managed-to-native) UnityEngine.DebugLogHandler:Internal_Log (UnityEngine.LogType,string,UnityEngine.Object)
0x0661009E (Mono JIT Code) UnityEngine.DebugLogHandler:LogFormat (UnityEngine.LogType,UnityEngine.Object,string,object[])
0x0660FFC4 (Mono JIT Code) UnityEngine.Logger:Log (UnityEngine.LogType,object)
0x0660FF1A (Mono JIT Code) UnityEngine.Debug:LogWarning (object)
0x0662D896 (Mono JIT Code) NetworkingPeer:Disconnect ()
0x0662D81A (Mono JIT Code) PhotonNetwork:Disconnect ()
0x0662CBFF (Mono JIT Code) PhotonConnection:OnLeftRoom ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F65F9 (Distrust) 
0x012627D9 (Distrust) 
0x01262B3B (Distrust) 
0x0126FFBB (Distrust) 
0x0127000C (Distrust) 
0x013994C2 (Distrust) 
0x065CF7EA (Mono JIT Code) (wrapper managed-to-native) UnityEngine.GameObject:SendMessage (string,object,UnityEngine.SendMessageOptions)
0x06602DFD (Mono JIT Code) NetworkingPeer:SendMonoMessage (PhotonNetworkingMessage,object[])
0x0662C64C (Mono JIT Code) NetworkingPeer:LeftRoomCleanup ()
0x065EDC49 (Mono JIT Code) NetworkingPeer:OnStatusChanged (ExitGames.Client.Photon.StatusCode)
0x065F6088 (Mono JIT Code) ExitGames.Client.Photon.PeerBase/<>c__DisplayClass146_0:<EnqueueStatusCallback>b__0 ()
0x065E1079 (Mono JIT Code) ExitGames.Client.Photon.EnetPeer:DispatchIncomingCommands ()
0x065E02DD (Mono JIT Code) ExitGames.Client.Photon.PhotonPeer:DispatchIncomingCommands ()
0x0657914A (Mono JIT Code) PhotonHandler:Update ()
0x0653E571 (Mono JIT Code) (wrapper runtime-invoke) object:runtime_invoke_void__this__ (object,intptr,intptr,intptr)
0x100F12E9 (mono) mono_set_defaults
0x1005D968 (mono) mono_runtime_invoke
0x01270A8E (Distrust) 
0x012F697A (Distrust) 
0x012F6745 (Distrust) 
0x012614EA (Distrust) 
0x012630C8 (Distrust) 
0x012BB88F (Distrust) 
0x0135DF87 (Distrust) 
0x0135FD4E (Distrust) 
0x01713DB8 (Distrust) 
0x0174315E (Distrust) 
0x77318744 (KERNEL32) BaseThreadInitThunk
0x77EB582D (ntdll) RtlGetAppContainerNamedObjectPath
 
(Filename: C:/buildslave/unity/build/artifacts/generated/common/runtime/UnityEngineDebugBindings.gen.cpp Line: 37)

UnloadTime: 634.360779 ms

Unloading 15489 unused Assets to reduce memory usage. Loaded Objects now: 59117.
Total: 170.969940 ms (FindLiveObjects: 20.419144 ms CreateObjectMapping: 9.283943 ms MarkObjects: 105.487328 ms  DeleteObjects: 35.778343 ms)

